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ESTABLISHED 1894 


|N presenting to the trade in general, 
and our customers in particular, 
our Catalog “F,” we hope its con¬ 
tents will be of interest to all who 
may require a first-class, up-to-date 
furnace. 

By looking over this descriptive 
catalog and testimonials, we believe you 
will be convinced of the superior merit 
of the Forbes Warm Air Generator. 

Respectfully, 

Tubular Heating and 
Ventilating Co. 


232 Quarry Street 
Philadelphia, Pa. 
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THE FORBES 

Warm Air Furnace 

Is, in our opinion, superior to any other hot-air 
furnace on the market. Twenty-one years of 
experience in the manufacture of heaters has 
brought us to the adoption of the present type 
of furnace shown herein. The FORBES is as 
far in advance of the ordinary hot-air furnace 
as this is in advance of the open hearths used 
generations ago. 

The decision of the intending purchaser as 
to the choice of a heater is of immense import¬ 
ance. If an inefficient and unsanitary furnace 
is installed, if a direct steam or hot-water system 
is adopted, the lack of pure, fresh warm air 
during the winter months, when the occupants 
of the house are indoors most of the time, will 
cause endless trouble and discomfort. Poor 
health and catarrhal troubles are the general 
results. Direct hot-water and steam heaters 
are inconvenient, because of the attention they 
require early in the morning in order to have 
the house warm when the family arises. They 
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are unsanitary, because the utmost accom¬ 
plished is to heat and reheat the stale air 
remaining in the rooms for days at a time. 
Finally, they are exorbitantly expensive; the 
heater, piping and radiators costing from two to 
six times as much as the best hot-air furnace of 
the same capacity. 

On the other hand, if a Forbes Furnace of 
the proper size is chosen, health and comfort 
result, large volumes of FRESH WARM air 
are furnished, so that the entire air in the house 
will be changed several times an hour. The 
Forbes not only warms the entire house to any 
desired degree; it also VENTILATES it in the 
most approved and modem fashion. 

Furthermore, the price of the Forbes Furnace 
is VERY low when its manifest advantages are 
considered. If there is one place more than 
another where the builder and owner should 
NOT economize, it is in the purchase of the fur¬ 
nace. And yet, we have placed the cost of 
the Forbes within the reach of everyone. We 
are placing on the market a furnace of the 
highest grade in direct competition with heaters 
of every description, and at a price which is 
lower than that of the average hot-air furnace. 


ABSOLUTELY GAS-TIGHT 
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SIMPLICITY OF CONSTRUCTION 


We strictly guarantee the Forbes Furnace to 
be exactly as represented. 

In the following pages we take up, one by one, 
the superior advantages of the Forbes Warm- 
Air Generator. 


ONLY 4 FEET 3 INCHES HIGH 
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Perspective view, casings removed, showing Radi¬ 
ating Manifold in back. 

Can be easily inspected and cleaned. 


QUICK TO RESPOND 
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Circulation of Flue 
Gases 

Fuel is fed through the fire-door into the 
deep fire-pot, which is corrugated to allow for 
expansion. Combustion takes place within the 
fire-pot and dome, while the hot gases rise into 
the smoke neck, and go downward into the 
Radiating Manifold. Here they are distributed, 
and pass downward through separate flues. 
While traveling through the flues they lose 
most of their heat to the inrushing air, so that 
the smoke pipe is always cool to the touch of 
the bare hand. 

The direct draft, controlled by a revolving 
damper, should be used when starting a fresh 
fire, or when quick response is desired. In 
this case the gases pass directly from the top of 
the manifold into the smoke stack. 


EASY TO REGULATE 
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Particular Attention is Drawn to Our 

RADIATING MANIFOLD 

As Applied to Heating Air, it is a 
NEW PRINCIPLE 

And appeals strongly to the judgment of coal 
consumers. By its use we extract and retain 
all the heat that usually goes up the chimney 
from other heaters, and force this heated air 
through the house, leaving only sufficient heat 
in the smoke and gas to create a good draft, 
and in this way produce heat in larger volumes 
than any other heater with the same amount 
of coal. All cold air must pass between the 
flues of this radiator, which is placed on the back 
of the heater near the bottom. This particular 
feature of our heater explains our greater 
efficiency over any other heater manufactured. 

Each vertical flue of the radiator is provided 
with solid extended wings or fins. The radiating 
surface thus provided is immense. The entire 
radiating surface of the fire-pot, dome, smoke 
neck and manifold is greater than that of any 
other heater on the market. 


ABSOLUTELY GAS-TIGHT 
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Particular Attention is Drawn to Our 

RADIATING MANIFOLD 



This Radiator is made exclusively of cast iron, and, as 
there are no joints in the flues, it is made absolutely gas- 
tight. 


SIMPLICITY OF CONSTRUCTION 
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Circulation of Air 

All cold air must pass through the air-box 
casting placed on back of heater, and pass 
between the flues and under the manifold. All 
air passing under must go to the front of the 
heater and circulate around the fire-pot. This 
is accomplished by means of the baffle plate 
placed from the lower part of the manifold to 
the ashpit. 

The fire-pot is thus kept relatively cool. 
Cracks and strains due to the intense heat of 
the fire-pot—frequent sources of trouble 
in other furnaces—are avoided, and its life is 
lengthened indefinitely. We therefore claim 
better circulation and distribution of cold air 
than any other heater. 


REMEMBER 

Our highest heater is only 4 feet 3 inches in 
height, giving splendid elevations to hot-air 
pipes, and particularly adapted to low cellars, 
allowing the heater air to pass very rapidly 
through the hot-air pipes to the rooms above. 
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The Forbes Furnace 

Is made entirely of cast iron. The castings 
are heavily made for good service. We claim 
that the Forbes will last twice as long as 
any sheet-iron drum furnaces on the market. 
Interior steel and sheet-iron furnaces quickly 
absorb moisture, and in a few years have 
rusted so as to leak gas and soot. 

The Forbes Furnace has been thoroughly 
tested by a body of impartial experts at the 
ENGINEERING EXPERIMENT STATION 
of the UNIVERSITY OF ILLINOIS. The 
results have served to confirm the facts which 
are stated in this booklet. 

IT SHOULD BE NOTICED how easily the 
heater may be inspected and cleaned. All the 
soot formed accumulates in the upper and 
lower manifold boxes. By removing two caps 
this may be easily removed. A scraper is 
furnished for this purpose. 


EASY TO REGULATE 
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Perspective view, casings partly removed, showing 
Radiating Manifold in back. Also Baffle Plate around 
Ash Pit. 


ABSOLUTELY GAS-TIGHT 
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SIMPLICITY OF CONSTRUCTION 
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The Triplex Grate 

Is very strong and durable; a new surface is 
presented to the fire at each movement of 
the bars. Any grate-bar may be easily and 
quickly removed, even by an inexperienced 
person, without disturbing any other bar. No 
special tools are necessary. The cog-wheels are 
retained in position in a very simple manner. 
The No. 2 size has four grate-bars; the Nos. 
3, 4, 5, and 6 sizes have six bars. The deep 
ash-pit permits ample circulation of air below 
the grate, with increased durability of grate-bars. 


EASY TO REGULATE 
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Our Improved Grate Rest 

Allows any bar to be removed without dis¬ 
turbing the others. After the removal of a 
cotter, either half of the rest may be lowered, 
and each bar taken from its position. There are 
no bolts to come loose or rust fast, so that any 
inexperienced person can make repairs. The 
cog-wheels are retained in position in a very 
simple manner. 


ABSOLUTELY GAS-TIGHT 
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The Fire Pot 

Is deep, very heavy and durable. It is made 
in one section, except Nos. 7 and 9, which 
are made of two rings. A deep fire-pot is 
essential in order that the fire may be kept for a 
long time without attention. The sides of the 
fire-pot are nearly vertical, but are little larger 
at the bottom. 


Cement Cup Joints 

Unite the sections. The radiator has no joints. 
This is very important, as it is at the top seam 
of a furnace that gas leaks usually occur. Fur¬ 
naces with sheet-iron crabs are faulty at this 
point. The cup joints are of extra depth, and 
are packed on each side of the joint with cement 
and asbestos rope, which is supplied free with 
every furnace. 


SIMPLICITY OF CONSTRUCTION 
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Ease of Erection 

The Forbes Furnace is easily erected. This 
furnace can be set on the floor, as no foundations 
are necessary, and requires no feet, as all cold 
air enters from the back. A cast-iron cold-air 
frame, used to admit the cold air through the 
casing, is supplied with every furnace. A cold- 
air pit must not be used under the Forbes 
Furnace. 

The check draft and direct dampers are con¬ 
veniently placed so that they can be worked 
from the front of the heater, and can be used 
on either side of the heater. 

The smoke pipe, dampers, etc., may be placed 
on either side of the heater. 

Each casting is plainly marked with a 
separate number. When ordering renewals of 
parts, be particular to state the number of 
casting desired. 

Each furnace is erected in our factory before 
being shipped. All parts are fitted together 
by experienced workmen, so that dealers may 
rest assured that no trouble will be encountered 
when installing our furnaces. 


QUICK TO RESPOND 
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The Cold-Air Box 

Be sure and make it large enough, at least 
three-fourths as large as all the hot-air pipes 
combined. If the house is large and occupied 
by few persons, the air may, by special arrange¬ 
ment, be taken from the house instead of from 
out-of-doors. This will be found useful in 
extremely cold or windy weather. 


Complete in Detail 

Every furnace has an inner casing, which 
lessens the loss of heat in the cellar. The doors 
are large and well-fitted, with cold handles. 
The draft may be regulated by a rod or chain 
from a room above. The feed door has a check¬ 
ing or gas-burning register. We furnish poker, 
shaker, check-damper, cold-air frame, bolts, 
packing material and cement. Any furnace 
may be fitted with a special water-circulating 
Maltese Heater for heating remote rooms by 
hot water. 


EASY TO REGULATE 
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ABSOLUTELY GAS-TIGHT 
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Check Draft Regulator 



A check draft regulator is furnished with each 
heater, graduated so that it can always be 
placed in the same position when heater is 
working most economically. 


SIMPLICITY OF CONSTRUCTION 
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ATTENTION 

The capacities given on preceding page are in 
gross cubic feet and not cubic contents. 

The cubic contents in a room would be found 
by multiplying the length of the room by its 
width and by multiplying this product by the 
clear height of the ceiling. 

To get the gross cubic contents, we must add 
to the cubic contents the exposed wall and glass 
surface. 

It has been found, and is an accepted practice, 
that one (1) square foot of exposed wall surface 
is equal in cooling effect to seven and one-half 
(7 %) square feet of air, and that one (1) square 
foot of exposed glass surface is equal in cooling 
effect to seventy-five (75) square feet of air. 

Therefore, in order to get the gross cubic 
contents of a room we must multiply each square 
foot of exposed wall surface by seven and one- 
half (7 1 / 2 ) and each square foot of exposed glass 
surface by seventy-five (75); to these products 
must be added the cubic feet in the room. 


ABSOLUTELY GAS-TIGHT 
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Maltese Heaters 

In addition to our Heater we can furnish 
you Hot-Water Attachments that are particu¬ 
larly adapted to city houses where the depth 
of the house necessitates two heaters. By using 
this Hot-Water System you can do away with 
one heater. Many owners of large residences 
have found it necessary to install an extra fur¬ 
nace, in order to heat all parts of the building 
satisfactorily. You can, by using our Hot-Water 
Attachment, dispense with this extra furnace 
and save the cost of same, labor and fuel of 
running it. 
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MALTESE HEATERS 



Can be used in any of our furnaces. Made in 
eight sizes. 


THREE-QUARTER SIZE FULL SIZE 



SIMPLICITY OF CONSTRUCTION 
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We Can Carry 800 Feet of Radiation with our 

MALTESE 
WATER HEATERS 


.The number 
is the diam. 
in inches 

Tapped 

Height 

Feet of 
Radia¬ 
tion 

Heat, 

Gallon 

Tank 

Price 
Full Size 

Price 

Yir Size 

9 

V\ 

2 

30 

30 

$3.50 


12 

*1 

2 l /z 

50 

50 

4.75 

$4.12 

15 

2 

3 

75 

. 75 

7.50 

6.25 

18 

2% 

3 

100 

100 

12.50 

10.00 

21 

3 

2 

150 

175 

17.50 

15.00 

24 

3 

b / 2 

200 

225 

22.50 

20.00 

27 

3 

S'A 

250 

300 

27.50 

25.00 

30 

s i / 2 

4 

300 

350 

37.50 

33.75 


*No. 12 is also tapped for pipe. 


Discount. 

Full size Maltese are tapped top and bottom, 
except 9 and 12, and can be bushed for any size 
pipe. 

When two or more are coupled together, the 
Yi, size is used as bottom section and is tapped on 
top and middle arm. Can tap either right or 
left arm, if so ordered. 

Two collars are sent with each heater. 

Add pipe surface to radiation when ordering. 
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No. 9 Forbes, 16 runs 


SIMPLICITY OF CONSTRUCTION 










Heated by two No. 7 Forbes 
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No. 7 Forbes 
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Residence of Dr. W. F. Lehman 
Boothwyn, Pa. 
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No. 5 Forbes installed in Dr. W. F. Lehman’s house 
shown on preceding page 


SIMPLICITY OF CONSTRUCTION 
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Two heaters in battery form in home of Dr. O. W. Saunders 
Broadway and Van Hook St., Camden, N. J. 
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A few testimonials received by The Tubular Heating 
& Ventilating Co. from some of the users of the Forbes 
Furnace: 

Gentlemen: 

I think it a matter of justice to let you know the 
value of having a Forbes Furnace in your household. I 
have been using steam heat for the last eight years, con¬ 
suming from fifteen to eighteen tons of coal per year, 
which I consider very high. After installing a Forbes 
Furnace I find it gives very satisfactory results in every 
respect, and does not consume over one half the fuel. I 
recommend your heater to anyone wishing results. 

Respectfully yours, 

Gloucester City, N. J. FRANK SNYDER. 


Gentlemen: 

In the fall of 1901 , I placed two Forbes Furnaces in 
a pair of houses, one of which I occupy myself, and will 
say that your furnaces have proved very satisfactory. I 
am able to keep the house uniformly heated in all kinds 
of weather at a very small amount of fuel, and the furnace 
proved durable, and I highly recommend it to any one 
wishing a high-class furnace. 

Yours very truly, 

Fox Chase. HORACE FENTON. 


Gentlemen: 

I have installed in my house a Forbes Furnace, and 
it gives me great pleasure to say that it has heated the 
whole house satisfactorily in the coldest weather, and with 
a small amount of fuel. I consider this heater the best on 
the market, and I believe it would be impossible to obtain 
better results from any other make. I shall not hesitate 
to recommend the Forbes to any one wishing a first-class 
furnace, as I am greatly pleased with mine. 

Respectfully yours, 

Gloucester City, N. J. HENRY C. MUNN, 

239 S. Fourth Street. 


EASY TO REGULATE 
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Gentlemen: 

^ °i ir 1 Seating system installed in my residence at S^47 
\Vynnefield Ave., Philadelphia, has been in use throughout 
the winter of 1909 - 10 -^-one of the most severe for a number 
01 years and has given the utmost satisfaction. The 
hOUS i/,. ln i an . ex P° sed position, but I have had 
no difficulty in keeping every room and the halls well 
heated. 

I cheerfully recommend this heater as being an up-to- 
date and complete hot-air system and one that will prove 
absolutely satisfactory. Yours truly, 

ORLAND M. PARKE. 


Gentlemen: 

In regard to your furnace, I like it very much and 
cannot say enough in its favor. It certainly stands 
ahead of them all in heating and the small amount of 
fuel to run them. Yours truly, 

Housatonic, Mass. p # yy. KANE. 


Gentlemen: 

Regarding heater furnace installed in my home 4116 
Sansom Street, will say that it is giving entire ’ satis¬ 
faction. I have been living in that house for ten years 
and have been running two heaters every winter until 
this heater was put in; since then have only had 
your heater going and house has been warmer than it 
ever was before. I will gladly recommend it to any 
one whom you might want to give some information 
1 • Very respectfully, 

Philadelphia. WILLIAM McGONIGAL. 
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Gentlemen: 

Replying to your inquiry of the 2 d inst., would say 
that your agent, Mr. Laufer, installed one of your No. 44 
Forbes Furnaces in my house in September last. I made 
fire on Oct. 3 d, and it has not been out once since that 
time; up to date I have burned just about 5 ^ tons of stove 
coal. My house is a single brick cottage of nine rooms, 
not counting the kitchen or bathroom, and we have been 
very comfortable. An average of less than ij4 tons per 
month for 4 ^ months seems to me to speak well for the 
heating qualities of the Forbes Furnace. I have found it 
very easy to regulate and quick to respond to draft or 


damper. 

South Bethlehem, Pa. 


Very truly yours, 

HOWARD ECKFELDT. 


Gentlemen: 

► Your furnaces which I have installed in this town 
have proven satisfactory in all respects, both as heaters 
and fuel economizers. 

I can safely say your Forbes Warm Air Generator is 
one of the best I ever installed. Very truly, 

Butler, N. J. W. B. DUGAN. 


Dear Sir: 

In answer to your request of 2 - 2 - 09 , would say that 
I am very well pleased with the Forbes Warm Air Gener¬ 
ator. 

We heat a room 20 x 65 ft. and an adjoining small 
room; have discarded our stoves, and have no difficulty 
in keeping the store warm, to say nothing of the great 
saving in coal. 

As a whole it is very satisfactory. 


Bethlehem, Pa. 


Yours respectfully, 

GEO. D. KRESSLER. 


SIMPLICITY OF CONSTRUCTION 
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Dear Sirs: 

With reference to the Forbes Furnace, which I had 
installed last fall, I wish to say that it is the first hot-air 
furnace I ever had, but I would have no other. 

Yours truly, 

FRANK GEISER, 

Phoenixville, Pa. 395 First Ave. 


Dear Sirs: 

I feel it a duty to you and also my fellow members 
of the Audubon Methodist Episcopal Church to convey 
to you our appreciation of the heater you furnished for 
the Audubon M. E. Church. After using it for several 
years, we find it heats the church building thoroughly 
with the weather nearly at zero. 

We have congratulated ourselves often on account of 
having a Forbes—it is simplicity itself in operation and we 
have not seen anything to equal it. We will gladly 
recommend the Forbes Heater for heating purposes. 

Respectfully yours, 

JAMES S. CASKEY, 

Audubon, N. J. Chairman Building Committee. 


Dear Sir: 

In replying to your inquiry regarding the Forbes 
Warm Air Generator, I hereby state that I bought the 
same of your agent, Mr. Milton Laufer, and it is satis¬ 
factory, and in every way a fine heater. I am pleased 
and satisfied with it. 

Respectfully, 

MRS. CAROLINE MANSER, 
South Bethlehem, Pa. 516 Pawnee St. 


QUICK TO RESPOND 
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Gentlemen: 

I have installed but one of your heaters, a 20 -inch, 
in one of the fire stations of this town; it has given good 
satisfaction the past winter and I hope to do something 
this next winter with them. It is doing as much as a 
25 -inch pot in another one of the fire stations. 

Yours truly, 

Needham, Mass. JOHN GEGENHENNER. 


Gentlemen: 

It may interest you to know that this is the third 
winter I have used the Forbes Furnace, and I have 
not as yet had occasion to spend one cent for repairs 
to this heater. When you take into consideration that 
with my old heater, which this one replaced, I was com¬ 
pelled to spend from $ 30.00 to $ 40.00 on it each summer 
before it was ready for use, you can realize how relieved 
I am of bother and expense. I keep the temperature of 
my house at as near 72 0 as possible, but I can assure you 
that I am convinced that with the thermometer at zero I 
can, with this heater, heat my house, consisting of eleven 
rooms and entirely detached from other houses, so hot that 
it would be impossible for anyone to stay in it with any 
degree of comfort. Frankly, I would say that during the 
three years I have had this heater I have never been able 
to test it to its utmost, as even in the coldest weather we 
have had, it would have been too hot for comfort. As far 
as I can see it is as good today as when it was put in. 

Yours very truly, 

Merchantville, N. J. EDWIN S. DICKERSON. 


Gentlemen: 

We replaced an old furnace with your No. 4 Forbes 
and find, it far superior to the old one, and is giving 
entire satisfaction, and find it just the furnace for low and 
wet cellars. Yours truly, 

Wellington, Ohio. GRISSINGER BROS. 


EASY TO REGULATE 
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Gentlemen: 

I am glad to recommend the Forbes Furnace, it 
does all that is claimed for it. It will heat the house in 
cold weather and the fire can be kept low without danger 
of its going out. One warm day last fall I kept the fire, 
with only two shovelfulls of coal, from about seven in the 
morning till ten at night. It burns very little coal, does 
not gas, sends out very little dust, and is easier to handle 
than a range. Even on a fairly cold day, the check-draft 
can be so regulated that the pipe will be scarcely warm, 
thus saving nearly all the heat and keeping the house 
comfortable. 

Bryn Athyn, Pa. MISS C. O. HOBERT. 


Gents: 

In reference to your heater, I can say that I have 
had a more uniform heat and burned less coal over the 
other heater I had in use, also needs less attention. In 
ordinary cold weather I have run the heater for 36 hours 
without attention; had the heater filled up good. I 
installed the heater because I liked the principle of it. 
Yours truly, 

JOHN F. RUCH, 

Bethlehem, Pa. 27 North St. 


Dear Sir: 

The Forbes Heater you put in the house we occupy 
in Belmar, N. J., the winter of 1908 , has worked very 
satisfactory. The Forbes Heater is an ideal heat pro¬ 
ducer, a coal and labor saver. I know it Jo be a fact 
that you get more heat per ton of coal with less labor 
attached than any other hot .air furnace I have had ex¬ 
perience with. Wishing success to the Forbes, I remain, 
Yours very truly, 

Belmar, N. J. (Signed) PHINEAS B. MARR. 


ABSOLUTELY GAS-TIGHT 
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Dear Sirs: 

In reply to yours of recent date would say, that we 
installed the No. 36 Forbes Furnace in a new house (this 
house was plastered at the coldest period of this season), 
giving entire satisfaction. 

Builders will readily realize the amount of heat ab¬ 
sorbed by wet walls. 

This certainly was a good test to show its heating 
qualities. 

It is easy to set and operate, and no small and light- 
cast smoke boxes to crack and allowing the gas and dust 
to escape. I must say I am greatly pleased with this 
Furnace. Yours truly, 

South Bethlehem, Pa. MILTON LAUFER. 


Gentlemen: 

With reference to the Forbes Heater we put in, it 
does the work very satisfactorily. The place we installed 
it in is a very cold house, and it heats with very little fuel. 
They are very much pleased with it. 

Very obligingly yours, 

Littlestown, Pa. J. CALVIN REBERT. 


Gentlemen: 

I herewith hand you my check to cover the enclosed 
invoice of November 2 , 1907 . Your Forbes Hot-Air 
Furnace is, without doubt, the finest in the market. I 
owe many thanks to Mr. Iredel, the heater man, that ad¬ 
vised me to install same. Yours very truly, 

17 th and Ontario Sts., Phila. W. C. COLBURN. 


SIMPLICITY OF CONSTRUCTION 
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Tubular Heating & Ventilating Co. 


Sirs: 

It is now about eight years ago I placed a No. 4 Forbes 
Warm Air Heater in Dr. A. J. Becken's place, and he has 
been recommending that style heater to everybody that 
wished to place a warm-air system in their properties. 

Also, in the fall of 1906 , I placed a Forbes Warm Air 
Heater in John Falkner’s house. Previous to this he had 
to close part of house up, so that he could warm other part, 
but last winter he had whole house open, and was thor¬ 
oughly heated, with less coal than ever before. He says 
the heater is exactly as recommended. 

Yours truly, 

Catasauqua. S. P. GEM MEL. 


Dear Sirs: 

In regard to the No. 3 Forbes Warm Air Generator 
you placed in my house, it gives me great pleasure to report 
that it has never failed to heat the whole house satis¬ 
factorily in the coldest weather, and as the smoke pipe 
is always, cool, the coal consumption is very reasonable. 

I believe it will give more heat for the coal consumed 
than any other heater on the market, and shall not hesitate 
to recommend it to anyone looking for a first-class hot-air 
furnace. Yours very truly, 

Fox Chase, Philadelphia. G. P. McARTHUR. 


Gentlemen: 

We have used a number of your Forbes Warm 
Air Generators during the past few years, and they have 
given entire satisfaction in every respect. 

Yours truly, 

1517 - 18-19 Land Title Building, McILVAIN & CO. 

Philadelphia. Dictated by CHR. 


QUICK TO RESPOND 
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Gentlemen: 

On behalf of the members of St. John’s Lutheran and 
Reformed Church of this place, I wish to express our appre¬ 
ciation of the “Forbes Furnace,” which was installed in 
our Church last fall by your representative, J. Calvin 
Boyer. 

After giving it a thorough trial during the past winter, 
we are convinced that it is equal to any emergency, and 
can be depended on to give perfect satisfaction. 

We, therefore, cheerfully recommend it to any one 
desiring a first-class furnace at a moderate price. 

Yours respectfully, 

Mt. Pleasant Mills, Penna. J. W. ARBOGAST, 

Sec’y St. John’s Lutheran Congregation. 


Gentlemen: 

I feel it not only a pleasure, but a duty as well, to 
inform you at this time of the satisfactory results we have 
had with the No. 4 Forbes Hot Air Furnace, purchased of 
you in 1904 . 

It has given us no trouble whatever, warming our 
whole house to our entire satisfaction. 

It is easily controlled, quickly responsive, and a 
wonderful economizer in fuel. Have not yet expended 
one cent in repairs, and see no reason why I will need to 
for some years to come. With it we have no dread of the 
severest cold our climate is subject to. 

Yours truly, 

Sherwood, Mich. S. K. THURSTON. 


Gentlemen: 

With reference to the Forbes Warm Air Furnace 
I, for one, cannot say enough for it. It has done all that 
you claimed it would and it is a very good heating furnace, 
a coal saver and exceedingly simple to regulate. 

1104 Butler St., Easton, Pa. MARY A. DOUGHTY. 


EASY TO REGULATE 
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Tubular Heating & Ventilating Co. 


Dear Sirs: 

In regards to the Forbes Warm Air Generator in¬ 
stalled a few months ago, I can hardly restrain my en¬ 
thusiasm in speaking of the very great satisfaction I have 
had with the heater since its installation. I am using 
less coal than formerly and there are no large clinkers 
in the ashes and every particle of coal is thoroughly con¬ 
sumed, so that there is never any need of sifting the ashes. 
t urthermore, the house is heated throughout in the 
coldest weather better than ever before. In fact, we 
never have to close an inside room door, and every room 
is comfortably heated so we can go from one room in the 
house to any other room and experience the same com¬ 
fortable degree of temperature throughout. 

Yours very truly, 

Glenolden, Pa. GEO. B. JOHNSON. 


Dear Sirs: 

The Heater I bought of you is very satisfactory; if I 
were to buy another one it would be the same kind. We 
like it because we get such good heat from the small 
amount of fuel. 

,, Y i°, U ca ? give the testimonial as very satisfactory. 
My address is Ringgold, Pa. 

Yours respectfully, 

Ringgold, Pa. S. S. OBERLIN. 


Gentlemen: 

I wish to inform you that the Easton Cornice Co. 
installed a Forbes Warm Air Furnace in my house last 
year, and I had a warm house all winter with less coal than 
with my old heater. The heater is simple and does not 
take so much attention as others, and the heat does not go 
up the smoke flue, but up the heat pipes into the rooms. 
Easton, Pa. JOHN HENZELMANN. 


SIMPLICITY OF CONSTRUCTION 
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Gentlemen: 

The furnace purchased of the Easton Cornice Co. 
is giving excellent satisfaction. Our house has been 
warmer this winter than ever before, and day or night the 
temperature remains the same. 

900 Bushkill St., Easton, Pa. WM. SHIMER. 


Gentlemen: 

With reference to the Forbes Warm Air Furnace 
installed in my house, I wish to say that it is very satis¬ 
factory in every respect. I am heating eight rooms all 
winter and saving coal. 

657 Church St., Easton, Pa. (Mrs.) ELLA HUMMEL. 


Gentlemen: 

With reference to the heater installed by the Easton 
Cornice Company, I must say that it has proven to be a 
good heater all around. My house stands on the north¬ 
east corner and is open to the winds from all sides. I can 
heat it to a temperature of about 75 or 80 degrees. 
Easton, Pa. ELDRIDGE ROBBINS. 


Gentlemen: 

With reference. to the Forbes Warm Air Heater, 
I wish to say that it is doing good work at this writing with 
the wind blowing from thirty to forty miles an hour 
and just two degrees above zero. 

Clinton, Mass. O'TOOLE BROS. 


Mr. George Godwin, 

Dear Sir:—The Forbes Heater purchased through you, 
as their agent in Wilmington, has given entire satisfaction 
through the long and trying winter of 1910 and 1911 . 

Yours very truly, 

306 King St, Wilmington, Del. N. F. HADLEY. 


QUICK TO RESPOND 
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Your Forbes No. 7 Furnace with the auxiliary hot- 
water radiators is giving great satisfaction, notwithstand¬ 
ing the east, north and west exposure. Formerly we had 
two furnaces which heated only four of the nine rooms 
which we can keep quite comfortable. Besides the ninety- 
five feet of radiation, we have all the hot water we need. 
We have had the range removed. By this arrangement we 
have the benefit of hot-water heating and the warm- 
air heating, which is necessary for proper ventilation, a 
feature many overlook in considering a new heating plant. 
18 S. 43d St., Phila., Pa. CHAS. EHRENZELLER. 


Gentlemen: 

The Forbes Furnace installed in my house last fall 
has given excellent satisfaction. It is easy to attend and 
I find a great saving in my coal bill. 

3544 North 16th St., Phila., Pa. W. PARK MOORE. 


Gentlemen: 

The Forbes Heater installed in my house last fall 
is doing fine. I have no trouble in keeping the house at 
seventy-five degrees and find a saving in coal. The heater 
is very easily handled and I have no trouble with gas. 

3519 Sydenham Street, Phila., Pa. J. E. HELMS. 


Gentlemen: 

In regard to the Forbes Warm Air Generator installed 
in my house, I take great pleasure in saying that after an 
experience of two winters I am greatly pleased with it. It 
is a very economical heater and easily managed. 

4002 Chestnut St., Phila., Pa. DR. ROBT. McKISSICK. 


EASY TO REGULATE 
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Gentlemen: 

In regard to the Forbes Heater you furnished, I beg 
to say I have used it two winters and it gives more heat 
and takes less coal than any heater I ever saw. 

279 Cottage St., Bridgeport, Conn. D. B. PIERCE. 


Gentlemen: 

Your heater which has been installed in our house two 
years ago has proven satisfactory. It heats the whole 
house to a comfortable degree of heat and has saved some 
on coal bills. 

GEORGE W. ARNOLD, Chief Engineer, 
Phila., Pa. Quaker City Chocolate & Conf. Co. 


Gentlemen: 

I desire to let you know that the Forbes Furnace which 
I bought of your firm is the best and most powerful heating 
apparatus I ever came across. I used only 2% tons of coal 
last winter. I recommend it very highly. 

2538 W. York St., Phila., Pa. J. YOKEL. 


Gentlemen: 

Referring to the No. 5 Forbes Furnace installed in 
my residence in the fall of 1910, I wish to say that it 
has given entire satisfaction, heating nine (9) large rooms 
much more comfortably than ever before by any heater 
previous, and in the coldest of weather requiring less 
labor and coal. I can recommend the above furnace. 
Southington, Ct. GEO. D. BRISTOL. 


ABSOLUTELY GAS-TIGHT 
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Tubular Heating & Ventilating Co. 



FURNACE ACCESSORIES 

REGULATORS 


For regulating draft from upstairs. Furnished 
complete with counter-weight, arm, chain, hooks 
and pulley. 

WATER PANS 

We are prepared to furnish, to those who desire 
them, Water Pans. They are made in three sizes: 

No. 2, for No. i, 2, and 3 Forbes. Price. .. . 

No. 5, for No. 4 and 5 Forbes. Price_ 

Large, for No. 6, 7, and 9 Forbes. Price_ 
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